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Message Text 

CONFIDENTIAL 

PAGE 01 SINAI 00642 141530Z 
ACTION SSM-05 

INFO OCT-01 NEA-10 ISO-OO OC-06 CCO-OO /022 W 

141535Z 024853 /53 

P 141510Z MAR 77 

FM USMISSION SINAI 

TO SECSTATE WASHDC PRIORITY 2244 

CONFIDENTIAL SINAI 0642 

FOR SSM 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: MONITORING OF UNATTENDED SENSOR CHANNELS FOR PERIMETER 
SECURITY SYSTEM 

REF: STATE 54012 

1 . FOLLOWING ARE TEST RESULTS ON TWO PORTATALES SET UP IN GUARD 
SHACK DURING PERIOD 1330 HOURS, MARCH 1 1 TO 1330 HOURS, MARCH 
13, 1977. ON PRIMARY CHANNEL 0160 (163.0MHZ) THERE WERE ONLY 
TWO ACTIVATIONS DURING THIS PERIOD. ON THE SECONDARY CHANNEL 
0742 (166.6375MHZ) THERE WERE 156 ACTIVATIONS DURING THIS PERIOD. 
WOULD APPEAR ONLY PRIMARY CHANNEL CAN SERVE OUR PURPOSES. 
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